
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVALL. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


05/10/12 


Tavares Brewington 
Assistant United States Attorney 

AUSA Brewington, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. ControlCardswith analytical results for sample #'s W . 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/MS and IR analytical data for sample and 


If you have any questions about these materials, please call me at the number below. 



Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 066415 







PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: 




V\ M.\ 


Police Reference No.:l 


Name and Rank of Submitting Officer: 


\V A- < pft(3f\Lw 


Defendant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 




Received by: 




Folk_OIG_PRR 066416 







PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State LaboratotyInstitute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8:00 - 11:00 
2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: I I ft (A/g _Police Reference No.: 

Name and Rank of Submitting Officer: _ *^*1 iOvAri ftoktLtu 
Defendant(s) Name (last, first, initial): 




To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 



Folk_OIG_PRR 066417 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8:00 - 11:00 
2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: 




Name and Rank of Submitting Officer: 




Police Reference No.: 



klui-keH- 


la. 


Defendant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 



. 


Received by: 



Date: 



O- Hri a. 


Folk_OIG_PRR 066418 










City: Fall River Police Dept. 
Officer: Detective N. PACHECO 


Date Analyzed: lQ j j ^ 


Amount: 

No. Cont: i Cont: pb 

Date Rec'd: 05/02/2012 
Gross Wt.: 23.29 




Subst: SUB 

No. Analyzed: 

Net Weight: - I "3 


# Testsi 




^fbrnj iajl Fwin o s CoQXuv 


City: Fall River Police Dept. 
Officer: Detective N. PACHECO 


Date Analyzed: 




Amount: 

No. Cont: 1 Cont: pb 

Date Rec’d: 05/02/2012 
Gross Wt.: 21.07 


Prelim: 


Subst: SUB 

No. Analyzed: 

Net Weighty!3^} 
# Tests 


( r J j . P r \_ 

"^CPGXiM 


Folk OIG PRR 066420 







PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate 

Marquis 


4 M 




Froehde's 

Mecke's 


Microcrvstalllne Tests 


Gold 

Chloride 


4 


TLTAl 




OTHER TESTS 




fortct 



Folk OIG PRR 066421 
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_ c:\pei_ciata\spectra\intemal polystyrene 04»27»l2.sp 





















SEARCH REPORT 


Date: Mon Apr 30 2012 


Unknown: C:\pel_data\spectra\lnternal Polystyrene 04-27-12.sp 
Library. C:\pei_data\libs\DL.idx 


Euclidean Hit List: 

0.925 DL0526 POLYSTYRENE FILM ON KBr PLATES 
0 651 DL1310 PRENYLAMINE IN KBr-BASIC EXTRACT OF LACTATE SALT 
0.581 DL0195 ( 1 -PHENYLCYCLOHEXYL)ETHYLAMINE IN KBr 

Selected Range: 4000.00 - 652.00 cm-1 

No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 066423 



c:\pei_data\spectra\intema! polystyrene 04-27-12,sp 
dl0526.sp - DL0S26 POLYSTYRENE FILM ON KBr PLATES 




4 ^ 

Ot 

O 



Folk OIG PRR 066424 


root 


























SEARCH REPORT 


Date: Mon Apr 30 2012 
tali River.sp 


Unknown: C:\pel_data\spectra\| 
Library: C:\pei_data\libs\DL.idx 


Euclidean Hit List: 

0.821 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.780 DL0178 COCAINE IN KBr 

0.602 DL0209 COCAINE HCI IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 066426 



Folk_OIG_PRR 066427 


root 























c:\peMata\spectraNstandards\cocaine base std.sp 


Folk OIG PRR 066428 















SEARCH REPORT Date: Mon Apr 30 2012 

Unknown: C:\pel_data\spectra\STANDARDS\Cocaine base Std.sp 
Library: C:\pel_data\libs\DL.idx 

Euclidean Hit List: 

0.860 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.825 DL0178 COCAINE IN KBr 

0.651 DL0209 COCAINE HCI IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 066429 






c:\peL<data\spectra^standards\cocaine base std.sp 
di1744.sp - DL1744 COCAfNE (SYNTHESIZED CRACK) 


cm-I 


Folk OIG PRR 066430 































DRUG POWDER ANALYSIS FORM 




Froehde's 

Mecke's 






Revised 7/2005 

Folk OIG PRR 066431 








88.4 _ 



Folk OIG PRR 066432 



















SEARCH REPORT 


Date: Thu May 03 2012 


Unknown: C:\pel_data\spectra\lntemal Polystyrene 05-01-12.sp 
Library: C:\pei_data\libs\DL.idx 


Euclidean Hit List: 

0.925 DL0526 POLYSTYRENE FILM ON KBr PLATES 

0.649 DL1310 PRENYLAMINE IN KBr-BASIC EXTRACT OF LACTATE SALT 

0.580 DL0195 (1-PHENYLCYCLOHEXYL)ETHYLAMINE IN KBr 

Selected Range: 4000.00 - 652.00 cm-1 

No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 066433 



c:\pel_data\spectra\intemal polystyrene 05-01-12.sp 
d!0526.sp - DL0526 POLYSTYRENE FILM ON KBr PLATES 


H 



Folk OIG PRR 066434 




















































SEARCH REPORT Date: Thu May 03 2012 

Unknown: C:\pel_dataVspectra^^^^^J/V Fail River.sp 
Library: C:\pel__data\iibs\DL.idx 

Euclidean Hit List: 

0.856 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.824 DL0178 COCAINE IN KBr 

0.627 DL0209 COCAINE HCI IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 066436 


c:\pel_data\s pectra^m^^w fall river.sp 
d!1744.sp - DL1744 COCAINE (SYNTHESIZED CRACK) 



T ‘001 


































2946.83 


Cocaine Base Standard 
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1601.69 


1478.41 13*48 J 

: 1374.08 


1436.66 


1316.89 


1451.12 


1213.40 



805.3 

873.47 





1069.52 


1180.20 |; j I 


U 1148.531 1014.71 
im.15 i 


1706.93 


1273.90 


c:\pel_data\spectra\standards\cocaSne base std.sp 


Folk OIG PRR 066438 























SEARCH REPORT Date: Thu May 03 2012 

Unknown: C:\peljJata\spedxa\STANDARDS\Cocaine base Std.sp 
Library: C:\pel_data\iibs\DL.idx 

Euclidean Hit List: 

0.860 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.825 DL0178 COCAINE IN KBr 

0.651 DL0209 COCAINE HCI IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 066439 




c:\pel_data\spectra\stanclards\cocaine base std.sp 
dl1744.sp - DLT744 COCAINE {SYNTHESIZED CRACK) 



root 


















































Microcrvstalline Tests 



GC/MS CONFIRMATORY TEST 



Revised 7/2005 

Folk OIG PRR 066441 














88.4 _ 



c:\pel_data\spectra\intemal polystyrene 05-0l-12.sp 


cm-1 


Folk OIG PRR 066442 


























SEARCH REPORT 


Date: Thu May 03 2012 


Unknown: C:\pel_data\spectra\Intemaf Polystyrene 05-01-12.sp 
Library: C:\pel_data\libs\DL.idx 


Euclidean Hit List 

0.925 DL0526 POLYSTYRENE FILM ON KBr PLATES 

0.649 DL1310 PRENYLAMINE IN KBr-BASIC EXTRACT OF LACTATE SALT 

0.580 DL0195 (1-PHENYLCYCLOHEXYL)ETHYLAMINE IN KBr 

Selected Range: 4000.00 - 652.00 cm-1 

No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 066443 



c:\pel_data\spectra\intemai polystyrene 05-01-12.sp 
dl0526.sp - DL0526 POLYSTYRENE FILM ON KBr PLATES 


nO 

H 



Folk OIG PRR 066444 


rooi 

























Folk OIG PRR 066445 
















SEARCH REPORT 


Date: Thu May 03 2012 


Unknown: C:\pel_data\spectrai 
Library: C:\pel_data\iibs\DL.idx 


|W Fall River.sp 


Euclidean Hit List: 

0.867 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.840 DL0178 COCAINE IN KBr 

0.646 DL0209 COCAINE HCI IN KBr <MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 066446 



root 









































8 m 90 aud oio >iiod 



c:\peLdata\spectra\standards\cocaine base std.sp 














SEARCH REPORT 


Date: Thu May 03 2012 

Unknown: C:\pel_data\spectra\STANDARDS\Cocaine base Std.sp 
Library: C:\pel_data\libs\DUdx 


Euclidean Hit List: 

0.860 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.825 DL0178 COCAINE IN KBr 

0.651 DL0209 COCAINE HCI IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 


Folk OIG PRR 066449 







c:\pel_data\specfra\standards\cocaine base std.sp 
dll 744.sp - DL1744 COCAINE (SYNTHESIZED CRACK) 



root 
































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


C:\MSDCHEM\1\DATA\SYSTEM6\05_01_12\826611.d 
KAC 

1 May 2012 16:45 

BLANK 


Vial Number 

AcquisitionMeth 

Integrator 


1 

DRUGS . M 
RTF 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


826611.d Tue May 01 16:58:39 2012 


Page 1 


Folk OIG PRR 066451 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

C : \MSDCHEM\ 1\DATA\SYSTEM6\ 05_01_12\826612.d 
KAC 

1 May 2012 17:01 

COCAINE STD 

12 

DRUGS . M 
RTE 


._.t/ rr 

Abundance T!C; 826612.d\datajns 



Ret. Time 

Area 

Area % 

Ratio % 

4.728 

2135536 

100.00 

100.00 


826612.d Tue May 01 17:14:31 2012 


Page 1 


Folk OIG PRR 066452 




Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

C:\MSDCHEM\l\DATA\SYSTEM6\05 01 

12\826612 ,d 

Operator 

KAC 


Date Acquired 

1 May 2012 17:01 


Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

12 


AcquisitionMeth 

DRUGS,M 


Integrator 

RTE 


Search Libraries: C: \Database\SLl.L 

Minimum Quality: 80 


C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PKil RT 

Library/ID 

CAS# Qual 


1 4.73 C:\Database\SLI.L 



COCAINE 

000050-36“2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 



Abundance 


80 


60 


40 


20 


42 


55 

itidi 


68 


\ll4l 




40 


T 

60 


94 


105 




#29: COCAINE 


182 


122 

j 135 J6 6 


198 


80 


r 

100 120 140 160 180 


214 


200 


-r-T-T-r 

220 


244 259 


272 


240 260 


303 


i | t I I I j < 1 

260 300 


826612.d Tue May 01 17:14:31 2012 Page 2 


Folk OIG PRR 066453 















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C s \MSDCHEM\ 1 \ DATA \ SYSTEM 6\05_01__12\826620,d 
KAC 

1 May 2012 19:08 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


826620.d 


Tue May 01 19:21:41 2012 


Page l 


Folk OIG PRR 066454 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C; \MSDCHEM\ 1 \DATA\SYSTEM6\05__01_12\826621.d 


19:24 



KAC 

21 

DRUGS,M 
RTE 


- --—- 

Abundance ^ TIC: 826621 .d\daia.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.734 

4893564 

97.85 

100.00 

4.875 

107662 

2.15 

2.20 


826621.d Tue May 01 19:37:29 2012 Page 1 


Folk OIG PRR 066455 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826621.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 21 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Minimum Quality: 80 
Minimum Quality; 80 


CAS# Qual 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Search Libraries; C;\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


PK# RT 


Library/ID 


1 4.73 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 




Abundance #62; COCAINE 



826621.d Tue May 01 19:37:29 2012 Page 2 

Folk OIG PRR 066456 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826621.d 

KAC 

1 May 2012 19:24 


KAC 

21 

DRUGS.M 
RTE 


Search Libraries: 


PK# 


RT 


C:\Database\SLI.L 
C:\Database\NIST08,L 
C:\Da taba se\PMW T0X2.L 


Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# 


Qua! 


4,87 C:\Database\PMWJTOX2.L 
Pyrene 

Fluoranthene 

Ethoxyquin 


000129“00-0 47 
000206-44-0 38 
000091-53-2 9 



m/Z“> 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


826621.d 


Tue May 01 19:37:29 2012 


Page 3 


Folk OIG PRR 066457 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM6\05 01JL2\826622.d 
KAC 

1 Nay 2012 19:40 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS * * * 


826622,d Tue Nay 01 19:53:14 2012 


Page 1 


Folk OIG PRR 066458 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826623.d 
KAC 

1 May 2012 19:56 

BLANK 


DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


826623,d Tue May 01 20:09:11 2012 Page 1 


Folk OIG PRR 066459 







Area Percent / Library Search Report 


Information from Data Pile: 



Ret, Time 

Area 

Area % 

Ratio % 

4.728 

2243451 

100.00 

100.00 


826624.d 


Tue May 01 20:25:21 2012 


Page 1 


Folk_OIG_PRR_066460 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\l\DATA\SYSTEM6\05 01 

12\826624,d 

Operator 

KAC 


Date Acquired 

1 May 2012 20:12 


Sample Name 

COCAINE. STD 


Submitted by 



Vial Number 

12 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Datahase\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality. 80 


C: \Database\PMW__TOX2 . L 


PK# RT 

Library/ID 

CASH Qual 


' / 

1 4.73 C:\Database\SLl.L / 

COCAINE U 

COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 



826624,d Tue May 01 20:25:21 2012 Page 2 


Folk OIG_PRR_066461 







Area Percent / Library Search Report- 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator r 


Data File: 

C: \MSDCHEM\1\DATA\SYSTEM9\05_03__12 \ 82700 4 . D 
KAC 

3 May 2012 15:25 

BLANK 

1 

DRUGS - M 
RTE 



« T ' T ' ’ 1 1 • 

Time-> 2.00 3.00 

i—t—f— t —r- 

4.00 

1 J r 1 1 * * i 1 ‘ 

5.00 6.00 

‘ + J 4 ■” 
7.00 

8.00 

—*— 1 —T—'— 1 — 1 
9.00 

1 i * * 
10.00 

~ r ~ T -T r , 
11.00 

-1—f-1-1-!-1- 

12.00 


Ret, Time 


Area 

Area 

% 

Ratio 

% 




* * *NO INTEGRATED PEAKS* * * 


827004 *D Thu May 03 15:36:39 2012 


Page 1 


Folk OIG PRR 066462 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C : \MSDCHEM\1\DATA\SYSTEM9\05_0 3__1-2\827 005 . D 
KAC 

3 May 2012 15:40 

COCAINE STD 

5 

DRUGS . M 
RTE 


pbundance 

j : 

I 1000000 i 


500000 


U ~ T —v-r-i 

Time~> 2.00 

,—j■ <■ 

3.00 

■* ■ ‘ r 1 1 
4.00 

—i—r—i i— t— i— j— j— j— 

5,00 6,00 

-r-p-T-j. r- r -r 

7.00 

p , t —j i » j * t 

8.00 9,00 

~i —i—1—J—T- 

10.00 

-r-r-T-r-r- 

11.00 

J ’ r ’ 1 1 - 
12.00 


Ret. Time 



Area 

Area % 

Ratio % 




4.950 



1517952 

100.00 

100.00 





4.$5G 


TIC: 827005,D\data.ms 


827005.D 


Thu May 03 15:52:09 2012 


Page 1 


Folk OIG PRR 066463 












Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

C;\MSDCHEM\1\DATA\SYSTEM9\05_03 
KAC 

3 May 2012 15:40 

COCAINE STD 

5 

DRUGS . M 
RTE 


12X827005.D 


Search Libraries: C:\Database\SLI.L 

C:\DatabaseXNIST08*L 
C:\Database\PMW TOX2,L 


Minimum Quality: 80 

Minimum Quality: 10 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

4,95 

C:\Database\SLI.L 
COCAINE 

COCAINE 

COCAINE 


00 0050-3 6-2 
000050-36-2 
000050-36-2 

99 

99 

99 



827005.D Thu May 03 15:52:09 2012 Page 2 I 

i 


Folk OIG PRR 066464 












Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 

Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SY STEM9\05 
KAC 

3 May 2012 15:56 

BLANK 
KAC 
1 

DRUGS-M 
RTE 


03 


12X827006.D 



— r . t— 

Time--> 2.00 

3.0o" 

T r ] T “ 
4.00 

> r"T"”i.f. r .. | . - 

5.00 6.00 

1 * t * • 

7.00 

' "" 1 ! 1 1 

8.00 

-1-j^-j-1-[ 

9.00 

—,—j— , 

10D0 

1 * f 1 1 

11.00 

1 r "f 1 * 1 ' 

12.00 


Ret. Time 



Area 

Area 

% 

Ratio 

0. 

"6 




***N0 INTEGRATED PEAKS* * * 


827006.D 


Thu May 03 16:07:41 2012 


Page 1 


Folk OIG PRR 066465 



















Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\05 
KAC 

3 Mav 2012 16:11 


03 12X827007.D 


KAC 
7 

DRUGS. 
RTE 


M 


Search 

Libraries: C:\Database\SLI.L 

C:\Da tabase\NIST08.L 

C:\Database\PMW_T0X2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 10 

PK# 

RT Library/ID 

CAS# 

Qual 


1 4.17 C:\Database\NIST08,L 


Levamisole 

006649-23-6 

99 

Levamisole 

006649-23-6 

98 

Imidazo[2,1-b]thiazole , 

2,3/5,6-tet 014769-73-4 

98 



827007.D 


Thu May 03 16:23:09 2012 


Page 2 


Folk OIG PRR 066467 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired. 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM9\05_0 3_12\827 0 07.D 

KAC 

3 May 2012 16:11 



Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 

Minimum Quality: 10 


PK# 


RT 


Library/ID 


CAS# 


Qual 


2 


4.9 6 C:\Database\SLI.L 


COCAINE 

/ 

000050-36-2 

99 

COCAINE 

i/ 

000050-36-2 

99 

COCAINE 


000050-36-2 

99 




82 70 07,D Thu May 03 16:23:09 2012 


Page 3 


Folk OIG PRR 066468 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\05_03 
KAC 

3 May 2012 16: 11 



7 


DRUGS . M 
RTE 


12\827007 . D 


Search Libraries : 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 

Minimum Quality: 10 


PK# 


RT 


Library/ID 


CAS# 


Qual 


3 5.12 C:\Database\NlST08.L 

3H-Benzo[de][2,7]naphthyridine-3,4( 116341-48-1 50 
Benzene, 1,1 * - (1,3-butadiyne-l, 4 -di 000886-66-8 46 
Pyrene 000129-00-0 46 



827007.D Thu May 03 16:23:09 2012 


Page 4 


Folk OIG PRR 066469 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date 'Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\DATA\SYSTEM9\ 05 _ 03 _ 12\827 00 8 , D 

KAC 

3 May 2012 16:27 

BLANK 
KAC 
1 

DRUGS * M 
RTE 


Abundance 
2000 

1500 

1000 

500 






^ ^ ^ — TIC: 827008.D\data.m^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ 


-T-1-1 

Time~> 2.00 

1 ‘ ! ‘ 1 
3.00 

4.00 5.00 6.00 

1 1 i 11 
7.00 

1-E-1-!-f 

6.00 

—,—j—j—j—,— t 

9.00 

io!oo 

11.00 

' ■ 1 1 1 1 1 
12.00 


Ret, Time 


Area 

Area 

% 

Ratio 

% 




* * *NO INTEGRATED PEAKS*** 


827008.D Thu May 03 16:-38:39 2012 
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Folk OIG PRR 066470 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEMS\05_03_12\827 0 09.D 

KAC 

3 May 2012 16:42 




Ret, Time Area Area % Ratio % 


4.961 4209884 100.00 100.00 


827009.D 


Thu May 03 16:54:08 2012 


Page 1 


Folk OIG PRR 066471 









Area Percent / Library Search. Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File; 

C: \MSDCHEM\1\DATA\SYSTEM9\05_0 3_12\827009 

KAC 

16:42 

KAC 

9 

DRUGS - M 
RTE 


D 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 10 

C:\Database\PMW TOX2.L 


PK# RT Library/ID CAS# Qual 


1 4.96 C:\Database\SLI.L 


COCAINE 

u 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 


000050-36-2 

99 



827009 -D 


Thu May 03 16:54:08 2012 


Page 2 


Folk OIG PRR 066472 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\05_03_12X827022 
KAC 

3 May 2012 20:04 

BLANK 

1 

DRUGS - M 
RTE 


D 


Abundance ~ TIC: 827022.DWata.rris 




u ' 1 

2.00 

r — -- T 

3.00 

—f -!-1- i -1 - 

4.00 

-i—i—I— e— '■ —t—i—j—i—r 

5.00 6.00 

1 1 i i 1 

7.00 

' T . \ * 1 

8.00 

1 1 i T F 1 

9,00 

v "i 1 1 
10.00 

1 1 I k ‘ 
11.00 

12.00 


Ret . 

Time 



Area 

Area 

% 

Ratio 

% 




***NO INTEGRATED PEAKS* * * 


827022.D 


Thu May 03 20:15:32 2012 


Page 1 


Folk OIG PRR 066473 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\I \DATA\SYSTEM9\05_03__12\827023 . D 
KAC 

3 May 2012 20 : 19 

COCAINE STD 


DRUGS.M 
RTE 




Abundance 




41 

- 

)55 

TIC: 827023.D\data,ms 




1000000 










500000 





f 





ft 





I 

i 

L_ 





w ' 

Time--> 2.00 

3.00 

. . , . , 

4.00 

5.00 

f ' ‘ I '" 1 1 * 1 | ' 1 ' 1— f . * 1 ' r ~]— ' — r 

6,00 7.00 8.00 9.00 

101)0 

11.00 

' 1 1.■' J 1 1 

12.00 


Ret. Time 


Area 


Area 


Ratio % 


4.955 


1364547 100.00 100.00 


827023 . D 


Thu May 03 20:31:04 2012 


Page 1 


Folk OIG PRR 066474 







Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

C:\MSDCHEM\1\DATA\SYSTEM9\05 03 12X827023.D 

Operator : 

KAC 

Date Acquired : 

3 May 2012 20:19 

Sample Name : 

COCAINE STD 

Submitted by : 


Vial Number : 

5 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 10 

C:\Database\PMW_TQX2.L 

PK# RT Library/ID CAS# Qual 


99 

99 

99 


4.96 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 


000050-36-2 

000050-36-2 

000050-36-2 



827023.D Thu May 03 20:31:04 2012 


Page 2 


Folk OIG PRR 066475 












